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Message Text 


UNCLASSIFIED 
PAGE 01 BONN 02830 191818Z 
20 

ACTION EUR- 12 

INFO OCT-01 ISO-00 EB-07 /020 W 

027543 

R 191557ZFEB 76 
FM AMEMBASSY BONN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6579 

UNCLAS BONN 02830 

E.O. 11652: N/A 
TAGS: BFOL, GW 

SUBJECT: ADS REQUEST - INTERNATIONAL MEDICAL CORP., 
ENGLEWOOD, COLO. 

FOLLOWING FIRMS EXPRESSED INTEREST IN CORRESPONDING: 

1. ARZT- UND KRANKENHAUSBEDARF, W. LINK 
BARKHAUSENWEG 10 

2000 HAMBURG 60 
CONTACT: HERR LINK, JR. 

2. HEINRICH C. ULRICH 
MUENSTERPLATZ 15 
7900 ULM/DONAU 
CONTACT: HERR DIETERICH 

3. DIPL.-PHYS. GUENTHER W. A. SCHUBART 
HAGENAUER STRASSE 33 

6200 WIESBADEN 

CONTACT: HERR GUENTHER W. A. SCHUBART. PLEASE NOTE 
THAT HERR SCHUBART RECEIVED A WRITTEN PROPOSAL FROM 
U.S. FIRM AND DISCUSSED IT WITH MR. BERRY DURING 
FAIR IN AMSTERDAM IN OCTOBER 1975. HERR SCHUBART, 

WHOIS STRONGLY INTERESTED IN WORKING FOR U.S. 

FIRM AS SALES REPRESENTATIVE, IS EXPECTING U.S. 

FIRM'S REPLY. 

APPROVING OFFICER: GUS TAF COONTZ, COMMERCIAL COUNSELOR 
UNCLASSIFIED 

UNCLASSIFIED 
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HILLENBRAND 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BONN02830 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760063-0611 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760236/aaaabfhh.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 JUL 2004 by oatisao>; APPROVED <30 AUG 2004 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ADS REOUEST - INTERNATIONAL MEDICAL CORP., ENGLEWOOD, COLO. 

TAGS: BFOL, GE 
To: COM 
Type: TE 
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